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PRESS RELEASE 


For immediate publication. 


At a recent meeting of the Board of Governors a classification 
of Governor-Emeritus was established in relation to the Board of Governors, 
to honor those who have offered exceptionally distinguished service to the 
University or to the Board of Governors, and whom the Board would like to 
continue to have associated with it in order to take advantage of their 
years of experience and wisdom. While Governors-Emeritus are honorary 
members, they will participate in all rights and activities of the Board, 


except for voting. 


The Chairman of the Board of Governors, Mr. Fraser F. Fulton, 
recently announced the appointment of the first Governor-Emeritus of 
Sir George Williams University. The Board in its first appointment 
recognized the distinguished service rendered to this University commu- 


nity by Dr. Henry F. Hall, Principal Emeritus. 


From 1926 to 1935 he acted as Student Counsellor. In 1935 
he was appointed Dean and retained this position until 1956, he then 
became Principal. Dr. Hall retired in 1962 and was awarded the title 


of Principal Emeritus. 


Dr. Hall, Governor~Emeritus, Principal Emeritus, will take 


his rightful place at the next meeting of the Board of Governors. 


(From the Assistant to the 
Principal: VI.4-0131, Ext. 11). 


[Bo Peer 


COMMUNIQUE DE PRESSE 


Pour publication immédiate. 


Lors d*une récente réunion, le Conseil des Gouverneurs établis- 
sait la fonction de Gouverneur Honoraire afin de rendre hommage A tous 
ceux qui se sont dévoués d'une fagon remarquable A la cause de 1*Universi- 
té ou du Conseil des Gouverneurs. Le Conseil a établit cette fonction 
afin de profiter de la grande expérience et de la sagesse de ces personna- 
ges. Les Gouverneurs Honoraires posséderont tous les droits et prendront 


part 4 toutes les activités du Conseil, sauf pour le droit de vote. 


Le Président du Conseil des Gouverneurs, Mr. Fraser F. Fulton 
annongait récemment la nomination du premier Gouverneur Honoraire, le 
Dr. Henry F. Hall, Principal Honoraire. Dr. Henry F. Hall doit ce titre 
honorifique aux innombrables services qu'il a rendus 4 la communauté 


Universitaire. 


De 1926 4 1935 il agissait comme Conseiller aux étudiants. 
En 1935 il était nommé Doyen, poste qu’il occupait jusqu'en 1956 alors 
qu’il devenait Principal. En 1962 il se retirait et on lui conféra le 


titre de Principal Honoraire. 


~ 


Dr. Hall siégera done a4 la prochaine réunion du Conseil 


des Gouverneurs. 


(Du bureau de 1‘Adjoint au Principal: 
VI.4-0131, Poste 11). 


